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15 September 1977 


MEMORANDUM FOR: Acting Director of Data Processing 
ATTENTION : Executive Officer 


FROM 4 
Acting Chief, Management Staff 


SUBJECT : Management Staff Weekly Report 
12 - 16 September 1977 


Sensitive Compartmented Intelligence (SCI) Access 


We responded to a DDA request to review the SCI approvals 
held by ODP personnel. We also identified ODP's contractor STATINTL 
employees that hold SCI approvals. [sd 


EAG Project Review 


ODP system users have provided information on 21 projects 
for Project Review by the EAG. Responses from 2 users have not 
yet been received. Analysis is continuing to determine the 
impact of these projects on ODP resources in FY 1978. 


RFP Amendment STATINTL 


An amendment to RFP 15-77A, the replacement machine for 
the IBM 360/195, was sent to all vendors. This amendment 
answers questions submitted by [sd ax STAT 
L 


OC/ODP Planning Group 


A meeting of the OC/ODP Planning Group was held. The 
main topic¢ of the meeting was terminal requests and maintenance. 


ODP Concurrence in ADP Contract Requests 


As part of Agency management of ADP under[ _—si| the STAT 
D/ODP has approved the following FY-77 and 78 contract actions 
DDO/ISS $627K 
ODP/Applications 878K 


OCR or Services 60K 


Federal Information Processing Standards (FIPS) 


Responses were sent to the National Bureau of Standards 
on 3 proposed FIPS Standards and Guidelines. The comments provided 
were a result of coordination with other Agency offices and 


STATINTLODP components. 
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CAMS and ISS/DDO Computer Upgrade 


Option 1 for the CAMS and ISS/DDO computer upgrade was 
broken up into a minimum level and 5 enhanced levels. Analysis 
of this option and the funds available in the Operations resource 
package shows that all levels can be accommodated with available 
funds. 
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